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4 October 1957 


Subject: Contract BC-200, Schedule Hi 
Dear Hr: 


Please find attached hereto two (2) copies of List No. 2, Revision 5, 
Gonfiguration B Factory Maintenance Spares and Depot Purchase 
Requests. 


It should be noted that Line Item #185, List No. 2, Revision 5, provides 
for one (1) Bearing - Optical for $3, 656,86. It is our recommendation 
that one {1) of these units be provided at Maintenance and Overhaul for 
replacement purposes on the Configuration B unit. 

The attached list indicates by line item number the Hycon part number, 
item description, catalog number, quantity required for Factory Main- 
tenance Spares, quantity requested by each Depot, unit price and total 
price. 


Periodically this list will be revised to show subsequent revisions and 
the net price changes. 


We request that List No. Z, Revision 5, in the amount of $20, 384, 12 be 
incorporated into the subject contract as a part of Schedule i, Item l-a. 


We trust that this presentation meets with your approval. 


Very truly yours, 


HYCON MFG, COMPANY 
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